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Part  II— LABOR/MSHA: 

Metal  and  Nonmetal  Mine  Safety 


Part  III— LABOR/ESA: 

Minimum  Wages  for  Federal  and 
Federally  Assisted  Construction 


Part  IV— HEW/FDA: 

Good  Manufacturing  Practices  for  Low- 
Acid  Pet  Foods 


Part  V— CPSC: 

Development  of  Proposed  Consumer 
Product  Safety  Standards 
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Part  VI 

1— COUNCIL  ON 

WAGE  AND  PRICE 
STABILITY: 

Proposed  Revision  of  Procedural  Rules 


Part  VII— 0MB: 

Federal  Employee  Parking  Facilities 


